
REPLY TO 


DEPARTMENT OF THE ARMY 
SAN FRANCISCO DISTRICT, CORPS OF ENGINEERS 
1455 MARKET STREET 
SAN FRANCISCO, CALIFORNIA 94103-1398 


Attention of 


Monday, May 10, 2010 


Readiness Branch 

Mr. Beau Goldie 

Chief Executive Officer 

Santa Clara Valley Water District 

5750 Almaden Expressway 

San Jose, California 95118-3686 

Dear Mr. Goldie: 

In accordance with U.S. Army Corps of Engineers 
Engineering Regulation (ER) 500-1-1, we are enclosing copy 
of the Continuing Eligibility Inspection Report for the 
Coyote Creek Federal Flood Control Project, located in the 
city of San Jose. This report was prepared by our 
Engineering Division and is based on an inspection conducted 
August 19, 2009. The results of this inspection are 
documented in the report. The report indicates an overall 
system rating of "Minimally Acceptable" as shown on the 
front page of the report. Please review the report 
carefully and take any appropriate and corrective actions as 
required. 

If you have any questions, please contact me at (415) 
289-3080 or Mr. Robert Hoshman at (415) 289-3078. 


Sincerely 



Duke Roberts 

Chief, Readiness Branch 


Enel 


